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4.10 Heating and Ventilation-Working rooms shall ge heated when
necessary and ventilated so that workers may operate with safety and
efficiency and without impairing their health.
Public Health Reason: If sufficient heat is provided the efficiency of the
operators is affected and may result in practices which impair the sanitary
quality of the shellfish.
Inadequate ventilation or overcrowding promotes the spread of respira-
tory infections among employees.
Satisfactory Compliance: This item shall be deemed to have been satisfied
if:
(1) A comfortable temperature is maintained.
(2) Ventilation is provided sufficient to eliminate odors and discomfort.
4.11 Toilet Facilities
(3) At least 10 square feet of floor space is provided for each shucker.
4.1i Toilet Facilities-Every shellfish shucking house shall be provided
with separate sanitary toilets for each sex, conveniently located, but not
opening directly into any shucking room. Such toilets shall be constructed
according to local and State requirements, but at least equal to the rural
sewage disposal recommendations of the Joint Committee on Rural Sani-
tation*, and properly operated and maintained, so that the waste is in-
accessible to flies and does not polute the surface soil or contaminate any
water supply. Separate toilet facilities for each sex shall not be required
where family shucking is carried on and satisfactory toilet facilities are
available for family use in the home or qonveniently located with respect
thereto.
Public Health Reason: The organisms of typhoid fever, dysentery and of
other diseases are present in the body wastes of persons sick with such
diseases. In the case of typhoid fever, well persons (carriers) may dis-
charge the organisms in their body wastes. If a toilet is not fly-tight and
so constructed as to prevent overflow, infection may be carried from the
excreta to the shucked shellfish by flies or through the pollution of the
water supply used in processing the shellfish or the water in which the
shellfish are grown.
Satisfactory Compliance: This item shall be deemed to have been satisfied
if:
(1) There are separate flush toilets for each sex, conveniently located
in the plant, the wastes from which are disposed of in a manner satis-
factory to the State health authorities. (The requirements of separate
toilets for each sex does not apply in the case of a family shucking plant
located in the immediate vicinity of a home providing satisfactory facilities.)
(2) The toilets do not open directly into the shucking or packing room.
(3) The toilets are constructed, operated and maintained in accordance
with plans and instructions of the local and State authorities.
(4) 'At least one water closet and one urinal are provided for every 30
male employees and at least one water closet is provided for every 20
female employees.
* Rural Sewage Disposal-Recbmmendations of Joint Committee on Rural Sanitation-
Reprint No. 2461 from the Public Health Reports 1943, 32 pages. Can be obtained from
the Superintendent of Documents, Washington, D. C.


